Saunders, Delia (DPH) 

From: Armistead, Lewis (PLY) 

Sent: Tuesday, June 19, 2012 12:17 PM 

To: Saunders, Delia (DPH); Corbett, Kate (DPH) 

Subject:i^^H|^H^^Hi 

Ladies, 

These cases have been continued to Monday, October I 6 '. You are released from the summons you have 
for tomorrow morning. You will be getting a new summons for that next date, but would appreciate it if you 
would pencil that date in. The continuance was granted because defense counsel is requesting discovery 
packagesforthefollowing files: 

t. !■■■[ 

2 . 

3 . 

4 

I would appreciate your sending me those files to: Plymouth District Attorney’s Office 

32 Belmont Street 
Brockton, MA 02301 

Thanks, Lewie 


Folk_OIG_PRR_111837 


6 / 19/2012 






The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 

governor BUREAU OF LABORATORY SCIENCES 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


June 20, 2012 


ADA Lewis Armistead 

Plymouth Count^istnc^ttomey^^ffice 

Re: 

Comm. 1 y" ^ ’j '* 

Dear ADA Armistead: 


Enclosed are copies of the information you requested for the above mentioned samples: 

1) Drug Receipts 

2) Evidence Control Cards with hand-written notations 

3) ^^^^m/der Analysis Form with Kate Corbetts hand-written notations 

4) Drug Powder Analysis Forms with my hand-written notations 

5) GC/MS confirmatory data 

Kate Corbett was the primary/custodia^hemist and performed preliminary testing and 
net weight calculations for sampl^^^^^^^l was the confirmatory chemist and 
analyzed the GC/MS dat^oMhi^ample^wa^h^ustodia^hemis^nd performed all 
of the testing for samples|BIHHflflBHBHHHHHIHli 

If you have any further questions, please do not hesitate to call me at either 617-983- 
6632 or 617-983-6689. 


Sincere!}^ ^ 

Della Saunders 
Chemist III 
William A. Hinton 
State Laboratory Institute 
305 South Street 
Jamaica Plain, MA. 02130 


Cc. KAC 









PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
TeS (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Slate Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8:00- 11:00 DRUG RECEIPT 

2:00-4:00 


9:00-12:00 

1 : 00 - 3:00 


City' or Department: Brockton Police Department _Police Reference No, 

Name and Rank of Submitting Officer: DONOHUE, PATRICK S 380 DOC # RQ10480 


Defendant(s) Name (last,first,initial): 




To be completed by Submitter 
Description of Items Submitted 


1) PLASTIC BAGS UNK BROWN POWDER {QTY: 6) 
UNK BROWN POWDER (S1S194 ) 


To be completed by Lab Personnel 
Gross Weight Lab Number 









Date Analyzed: OCT Q 2 2008 


ItyT Brockton Police Dept. 
Officer: Detective PATRICK DONO 
Def: 

Amount: 

No. Cont: 6 Cont:^pt>- 0 

Date Rec'd: 07/31/2008 
Gross Wt: 76.31 


Prelim: 


Ju) i /] 


Subst: SUB 


/ „ 

No. Analyzed: L-t 
Ol^lllet Weight: (jlC 
# Tests: a 


Findings: 




(of ), 0 

l<\ 

j 



\r 

J ^r-r 





a 



Folk.OIG_PRR-11 1M0 




DRUG POWDER ANALYSIS FORM 


wmu: v v !x 

Mtr+ic'/ ! 0 fc^ 

Skltt HZoOloio ^ 



SAMPLE i 

No. of samples tested: (jl 


AGENCY 




ANALYST 


me 


Evidence Wt 


PHYSICAL DESCRIPTION: 



Gross Wt { ('_&): 1$ (j ' 6 H LlQ 
yX Gross Wt ( ):_ 


Pkg. Wt 



GO • (UK f * 


(s £m<jio/5 (|f€SScc( 

M-^laers tn * 4 _ 

\pW§nt’? a -P 2jr , j ■ n ofcl plasHc , fill ^ tu ^ u ' c 

2 .-fVwr$ vxrt 1 ' . ;^<z,rl^a 

^ T pk#r° ^ r „ r i 

ni[\ fa f 1 'Cf’.re. i^ia i (j U 



ictfopf pb 


PRELIMINARY TESTS 
Spot Tests 

,) Cobalt 
Thiocyanate ( ) 


■•) 


ft. 


Marquis _ 
Froehde's_ 

Mecke's 


4 


+ 


+ ' 


-|4 


Mlcrocrvstalllne Tests 
Gold 

Chloride__ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 


RESULTS 

-;€K>i n 

DATE 10 ! 

t i 

i 

0? 

i 

< 



GC/MS CONFIRMATORY TEST 
RESULTS 


faem n 


MS 

OPERATOR 

DATE 


oc 5 


ityvJ&K 


Revised 7/2005 


Folk OIG PRR 111841 





# samples tested: { U 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 

10, Will A 

oumo. 


26 




2 

i I* 5lW 



27 




3 

lO.KtfX* 



28 




4 

IDHW 

C{ 


\b'0% 


29 




5 

lTM? 

(a 

i.y 

RM 

lobrt 

4 

30 




6 


\.TR 

6x4 

X661 

A. 

31 


- 


7 

j 

j j 

J 

32 




8 

Mi M 

Ml) I'xfk 

(oO' 61^ 

33 




9 

J 

J 

■ j 

34 




10 




35 




11 




' 36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




23 




48 




24 




49 




25 




50 





Calculations: 





Area Percent / Library Search Report 


Information from Data File: 

File Name 

E:\SYSTEM7\10 01 08\624126.D 

Operator 

DCS 

Date Acquired 

1 Oct 2008 15:47 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TfC: 824126.D\daia.ms 



Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS * * * 


624126.D Wed Jun 20 17:59:21 2012 


Page 1 



Folk OIG PRR 111843 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

E:\SYSTEM7\10_01 08\624127.D 
DCS 

1 Oct 2008 16:00 

HEROIN STANDARD 

27 

DRUGS . M 
RTE 


Abundance 

400000 

300000 

200000 

100000 


TIC: 624127.D\cfata,ms 
6.602 


0 Vyrr 

Time~> 2.00 

~T" t r~T~7 r~r | i i t i | ii > i ; | i i ft I t ) ■' i ] A r"i 

2.60 3.00 3.50 4.00 4.50 6.00 5.50 6,00 

■7 i j *iV i i f i rr-rj’i . y . rr-j t i i i j-t- f ? > | i i t » p'TTT* 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area Area % 

Ratio % 

6.602 

659578 100.00 

100.00 


624127, D Wed Jun 20 17:59:25 2012 Page 1 


Folk OIG PRR 111844 








Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\10 01 08\624127.D 



Operator 

DCS 



Date Acquired 

1 Oct 2008 16:00 



Sample Name 

HEROIN STANDARD 



Submitted by 




Vial Number 

27 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK*t RT 

Library/ID 

CASH 

■ Qual 


6*60 C:\Database\SLl.L 
HEROIN 


000561-27-3 


99 


Abundance 

86 

60 

40 

20 


4,3 


81 


59 


Average of 6,555 to 6.708 min.: 624127.D\data.ms (-) 


268 


327 


215 


146 


94 

I 


115 


128 


162 


181 


,lk .i MiMi-lSSiii F^ p 2 f 


310 


284 


298 


369 


354 


t^r rnnr-r-r-r -, rv r 


-f- | / V ' T-f 1 j } i | i j'VrrT j I 1 I I j'f \ I I j i I I I j 1 

m/z«> 40 60 80 100 120 140 160 180 200 220 240 260 280 3Q0 320 340 360 


Abundance 


80 

60 

40 

20 


43 


59 

ill, i 


#1: HEROIN 


268 


327 


215 


81 


94 


115 146 

128 

..Ilk 


ifl74 


197; 


"i i r rT"ni i i i i | »• i i r i i i i'll 


310 


284 

Li 


298 


341 


369 


-f-¥-rh-rp r- rt * r p , | j . y r ^ i--T'‘r- fyrT i i i - rr-yi ' } i i > < | rrr ' rp-f ' rV j i i 1 f ‘l J rri p i i i‘| i'n j ryi r i i | 

m !z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624127.D Wed Jun 20 17:59:26 2012 Page 2 


Folk_OIG_PRR_111845 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_01 08\624128.D 
DCS 

1 Oct 2008 16:13 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance DC: 624128D\daia,ms 



Ret. Time Area Area % Ratio % 


***NQ INTEGRATED PEAKS*** 


624128,D Wed Jun 20 17:59:30 2012 Page 1 


Folk OIG PRR 111846 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_01_08\624129.D 
DCS 

1 Oct 2008 16:25 


KAC 

29 

DRUGS.M 
RTF 


Abundance 


TiC: 624129.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6,597 

538558 

100.00 

100.00 


624129.D Wed Jun 20 17:59:34 2012 


Page 1 


Folk_OIG_PRR_111847 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\10 01 08\624129.D 



Operator 

DCS 



Date Acquired 

1 Oct 2008 16:25 



Sample Name 




Submitted by 

KAC 



Vial Number 

29 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a,L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2 .L 



PK# RT 

Library/ID 

CAS# 

Qual 


6.60 C;\Database\SLI.L 
HEROIN 
JWH-073 


000561-27-3 99 

208987 -48- 8 4 


Abundance 


80 

60 

40- i! 

!! 

i 

20 !] 

I 


4j3 

I 


69 


81 


94 


Average of 6.555 to 6,730 min.: 624129.D\data.ms (-) 


268 


204 


146 


124 


j. .Hi JffL 


162 


781 


226. 


j ( 284 


L IS A , , . T 238 253 j « 


327 


310 


298 


369 


354 


npr-rr-T i . » . . pTT-T- ( k t i ‘i m i » | » « '■'"T rn T li ' '''H 1 ' ' 1 rr 'P" T ‘ J H rnrr ’ r T T T 1 ‘T rT ' T 1 F ’ >' ' P^T 

m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 


80 


60 


40 


20 


4!3 


81 


59 

,Ji ! ' L : 


#1: HEROIN 


94 


I. .HM. 


115 


146 


162 


28 


215 


174 


197 


lk,i 253 


268 


327 


310 

i 


284 


298 


369 


341 


i | i i r r"l" T i t i | i 


U ' n- t TTT ]"r < 1 rj I *r T v‘n I M ' j i I I 1 p n > I r~r i " i TT~n i j i r r i r n" 1 ^ p I i 'i"j t *rrr-p r i'-r-p 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624129.D 


Wed Jun 20 17:59:34 2012 


Page 2 


Folk OIG PRR 111848 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_01_08\624130.D 

DCS 

1 Oct 2008 16:38 


KAC 

30 

DRUGS.M 
RTE 


Abundance 

400000 


300000] 

200000 

100000 


TIC: 62413Q.D\data.ms 
6.$03 


0 1 j » i v i -r \"r~C r i i i ' t ; r-m i r - r - y - rr ? . r t r f r i • ■i " i rj ""r , T r i v^r"rT"T '''' rp J 1 f r i i x i t i i"| ) .t..?" 

Time--> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6,6 03 

620434 

100.00 

100.00 


624130.D 


Wed Jun 20 17:59:38 2012 


Page 1 


Folk OIG PRR 111849 






Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\l0_01JD8\624130.D 

Operator ; DCS 

Date Acquired : 1 Oct 2008 16:38 

Sample Name : 

Submitted by r KAC 
Vial Number ; 30 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2* L 

PK# RT Library/ID CAS# Qual 


6.60 C:\Database\SLI.L 

HEROIN 000561-27-3 99 

JWH-073 208987-48-8 4 




624130.D Wed Jun 20 17:59:39 2012 Page 2 


Folk OIG PRR 111850 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\10_01__08\624131.D 

DCS 

1 Oct 2008 16:51 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

31 

DRUGS.M 
RTE 


Abundance 

400000 

300000j 

200000; 

5 

100000 ; 


0 L 


TIC 624131 .D\data.ms 
6i03 


I 


prrr^i I ; i r r i ['T ' TT ' i p-r-n p i t t F i i r r 1 I T 1 I J' l » > I | ' » FTT j ¥ I I F | 


■V 1 ? 


i e ; t f ; 7 t 


' TTTTI TTTTTT 


Time-> 2.00 2.30 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret * Time 

Area 

Area % 

Ratio % 

6.603 

705118 

100.00 

100.00 


624131.D 


Wed Jun 20 17:59:43 2012 


Page 1 


Folk OIG PRR 111851 






Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\10 01 08\624131.D 



Operator 

DCS 



Date Acquired 

1 Oct 2008 16:51 



Sample Name 




Submitted by 

KAC 



Vial Number 

31 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASfj 

Qual 


6.60 Ci\Database\SLl.L 
HEROIN 
JWH-073 


000561-27-3 99 

208987 -48- 8 2 


Abundance 


43 


ao 

60 j 

40 i | 

I ij 

20 i | 


Average of 6.560 to 6.714 min.: 624131.0\c?ata,m$ (-} 


268 


327 


204 


81 


146 



KJ 3 

! 94 

115 

162 


59 

j j 

i 

! 


128 


I h 

lT 


Ij, . j. 

j A h 

JdJtA ill 

III 

\ .ij; 

H M-?., 

rrrrr 

60 

n-f-r-T-r 

80 

100 

n f rTTTTJTTl 

120 140 

—T' > 

160 

180 


fr . 238 253 j 

iii ,iL. i 


310 


284 


298 


369 


■■■ j -'T -T-n - T - r - r - rr - i^rr pr n i m 


354 


Abundance 

80 

60 

40 

20 


#1: HEROIN 


268 


327 


215 


59 


81 

! 94 


115 


146 






28 


f 1 F"'«"T“r- 


ili 


162 


174 


197 


sr - ;;. t 

-r-r-pttTrp*rt I | lit i | i V I f j n- '-T-TTJ' t 


IS W&s 


310 


284 


369 


298 


T-r-ry-r-r ■ 


341 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624131.D Wed Jun 20 17:59:43 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\3YSTEM7\10_G1_OB\624132.D 

Operator : DCS 

Date Acquired : 1 Oct 2008 17:03 

Sample Name ; BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth; DRUGS.M 

Integrator : RTE 


Abundance TIC: 624132.D\data.ms 

2000 


1600 


1000 


500; 

0 4 T n-T ' M' < ' 1 t 1 ■> -n-j-r-v i i | i . r~rj i . i-t | i * ? t T tt rr T . » i r r n-i-T-pn, i i j-n-rr , m ♦ , n i i , n . » , i “ 

Time-> 2.00 2.50 3.00 3.60 4.00 4.50 5.00 5.50 6.00 6,50 7,00 7,50 8.00 8.50 9.00 9,50 


Ret. Time Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 


624132.D Wed Jun 20 17:59:47 2012 Page 1 


Folk_OIG_PRR_111853 







Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\10__01_08\624133.D 

Operator : DCS 

Date Acquired :^^^0ct^200*3 17 :16 

Sample Name 

Submitted by : KAC 

Vial Number : 33 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 




300000 


200000 


100000 


TIC: 824133.D\dafa,ms 
6.§03 


Time-> 


j < i i t • [ i i t j 'I'V \ rryr r' rry - r mini rpri t > ; »"rt i- j i t rT ’ yr t i 


i f i i i i pTT'rr’j'T ( i '« j j i i t j ■/“rn j 

2.00 2.50 3.00 3.50 4.00 4.50 5.00 6,50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.603 

607502 

100.00 

100.00 


624133.D wed jun 20 17:59:51 2012 


Page 1 


Folk_OIG_PRR 111854 











Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM7\10 01 08\624133.D 


Operator 

DCS 


Date Acquired 

1 Oct 2008 17:16 


Sample Name 



Submitted by 

KAC 


Vial Number 

33 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a .h 

C:\Database\PMW_TOX2 .h 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


6.60 C:\Database\SLX.L 
HEROIN 


000561 - 27-3 


99 


Abundance 

80 

60 

40 

20 


4(3 


Average of 6.555 to 6.730 min.: 824133.D\data.ms {-) 


268 


204 


327 




81 


146 






i 



162 




. 

94 

124 






59 





1 

,181 



H 

UL 

,J:l, J 

TTTTTT 

107 

i , 1 b 

ip 

ili'i, ill 

1 : 

l i'b» J ! : 

’ r_rr T 

, 1 , |i !. 

fi 4 . 1 !!, ji; i: ?i 

nil, rV-T-rt j i 

tii! 

“TTT" 

; 226 nci 

i ,h 239 2 f 

r r r l 5 “i'H r *n 4 f| .'t 


310 


284 


369 


298 | 


354 


! r-r-T-T-T'i 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60; 

j 

40 

20 

0 


#1: HEROiN 


43 


268 


327 


215 


81 


59 

i 


L.IJ, 


94 1 f 6 162 


till. A. 


28 


174 


197 


2j28 2 40253 f 


310 


284 


298 


369 


341 


],.lib. ^ .. L . 

i-rr' S i t'l i [■ Y i t i t rr -» r i t i . , j > i i , f i >"rrjTTrT i , i"T t * i j t ,Vrj ‘ V i rVr n i i \ i ,, f"r T~T'i t r - > y 

m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624133.D Vied Jun 20 17:59:51 2012 Page 2 


Folk_OIG_PRR 111855 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10__01_08\6 24134 ,D 
DCS 

1 Oct 2008 17 ; 2 9 


KAC 

34 

DRUGS.M 
RTE 



r-j - F- r i -r; < - r r < p-\ t * f j i < i i j i t i iTTi rrjm rjT t n jr < i i | i x ) rr i i [ t i i < ; > t i t ) n i i | t i ny » t t i ■■ 

Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5,50 6.00 6.50 7.00 7.50 8.00 8,50 9,00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

6.603 

795941 

100.00 

100.00 


624134 .D 


Wed Jun 20 17:59:55 2012 


Page 1 


FolkJ3IG__PRR_111856 







Area Percent / Library Search Report 


Information from Data File; 


File Name 

E:\SYSTEM7\10 01 08\624134.D 


Operator 

DCS 


Date Acquired 

1 Oct 2008 17:29 


Sample Name 



Submitted by 

KAC 


Vial Number 

34 


AcquisitionMeth 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C;\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


6,60 C:\Database\SLI.L 
HEROIN 


000561-27 ~ 3 


99 


Abundance 

ao 

60 

40 

20 


43 


Average of 6.555 to 6.730 min.: 624134.D\data.ms (-) 


268 


327 


204 


81 


146 


59 


94 


115 


28 

,1 

1.1 


162 


,181 


, l I II |i I f 
lAl 1,1% All, 


jh-, 

f i 1 rr ' -T^T-T-T I’rp ’ n r i i ' ) i "f t - t ^prr^r t- 'i "t i i i j ' T 'T'T V f ' i i - T -j J T ~ f~r ‘-r-pr~i‘ i > ) i ttt [■ r i rr ; i i i i~ pr-n-r-pn i i { 

m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


J? 5 


ms 

. ..!;1 ^ >i . ff 

t't 1 ' \ \ ■■■ f t - 1 } I 1 1 r TTTTt -rrr ~ i rn i t 


310 


284 

« I, 298 ,,l 


I 1 ! 


369 


354 


Abundance 


#1: HEROIN 


| 4(3 


m/z--> 


80 

60 

40 

20 ; 

oW 


268 


327 


81 


59 


94 1 [ 5 1 f 6 162 

i 


.il'l.i J ,U. ilk ,4- 


128 


174 


197 




rr-T-r- 1 T" | J ? --r-' r ' T ' | i ' i i i pm i j”? ? rr j~r 1 i' 7*|TTT i 'j' 


215 

I 


jj 

-r-r~r | tt i V p rri - f j i 


310 


i 284 


298 


369 


341 


rr 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


624134,D Wed Jun 20 17:59:56 2012 Page 2 


FolkJ3IG__PRR 111857 

















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_01^08\624135,D 
DCS 

1 Oct 2008 17:42 


KAG 

35 

DRUGS,M 
RTE 


Abundance 

600000 

400000 

300000 

200000 

100000 


TIC: 624135.DWata.fns 
6.$G3 


Time-*> 


OVp- 

2.00 


2.60 3.00 


rrp T 

3.50 


M ! 1 1 ; : m ' 1 1 i 1 1 

4.00 4.50 5.00 


r-f | i > t .V v-r 

5.60 6.00 


JU 


6.50 7.00 7.50 8,00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


6.603 

822661 

100.00 

100,00 



624135.D Wed Jun 20 18:00:00 2012 Page 1 


Folk OIG PRR 111858 






Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\10 01 08\624135.D 



Operator 

DCS 



Date Acquired 

1 Oct 2008 17:42 



Sample Name 




Submitted by 

KAC 



Vial Number 

35 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum 

Quality; 80 

PK# RT 

Library/ID 

CAS# 

Qual 


6,60 C:\Database\SLI.L 
HEROIN 
JWH-073 


000561-27™3 99 
208987-48 -8 2 


Abundance 


l 4j3 


8.01 
601 

40 

20 


Average of 6.656 to 6.772 min.: 624135.D\dala.ms {-) 


268 


204 


81 


146 


0 


I 59 

, f 

i 11 tiM .1. 


j 


94 124 

107 


I V ‘T‘T l ‘T‘T‘T j I ) ' i I r i i i j i i Y i | I I i I iTrT I | I' ' I t ryTTTTY 1 ' ' 1 ' 1 ' 1 1 [ > ‘r I i i . I I i i |~ft 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


162 


i, S 


,181 


jly 'i. .mI) I ! 1 2 K 82 f 


284 


327 


310 


298 


369 


354 


Abundance 


43 


80 


60 1 


40 


20 


#1: HEROIN 


268 


327 


215 


81 


59 

ii. 

V 'T' T T' T I \ 


94 'l 5 1 f 162 




28 

I , 


174 


197 


MjyUl ifi .H Ai\'.k 


m/z~> 


310 


«*■*•*1 IV 

TTTTTiVrpr tT"ry 


369 


341 


'T rTTT r rm " T 1 ' 1 ' 1 > ^“H " 1 > > ' S' ' 1 M ‘ 1 ' ! ‘ ' ! 1 t ' T ~ rT "n F '" m I ' 1 1 ' , ‘ ‘ ‘ ' I ‘ 1 ‘ 1 f-T-r-r I I 

40 60 80 100 120 140 180 180 200 220 240 260 280 300 320 340 360 


624135,D 


Wed Jun 20 18;00;00 2012 


Page 2 


Folk OIG PRR 111859 



























Area Percent / Library Search Report 


Information from Data File: 

File Name 

E:\SYSTEM7\10 01 08\624140.D 

Operator 

DCS 

Date Acquired 

1 Oct 2008 18:45 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 624140,D\data,ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


624140.D Wed Jun 20 18:00:17 2012 


Page 1 


Folk OIG PRR 111860 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


E:\SYSTEM7\10_01_08\624141.D 
DCS 

1 Oct 2008 18:58 

HEROIN STANDARD 


Vial Number 

AcquisitionMeth 

Integrator 


41 

DRUGS , M 
RTE 


Abundance TfC: 624141.D\dala.ms 

6i03 

3000001 

200000 | 

100000 |j 

0 " 1 " j - rr r -T "|— rTT -i " ] - T - T "r - r T-T- TTi" j- T T "ri- j-T~ T i i i i t i r f i t ? r j^Wn-^ A t ; i f rrr r pr " i ' rr j rtTrj ' n ' f ' r ; r i r t j' f 

Time~> 2.00 2.50 3.00 3.50 4.00 4,50 5,00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.603 

589263 

100.00 

100.00 


624141.D Wed Jun 20 18:00:21 2012 Page 1 


Folk OIG PRR 111861 








Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\10 01 08\624141.D 



Operator 

DCS 



Date Acquired 

1 Oct 2008 18:58 



Sample Name 
Submitted by 

HEROIN STANDARD 



Vial Number 

41 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a .L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASH 

Qual 


1 6.60 C:\Database\SLI,L 

HEROIN 000561-27“3 99 

JWH-073 208987-48-8 2 


Abundance 

80 

60 

40 

20 

0V 


4'3 


Average of 6.560 to 6.714 min.: 624141 ,D\data.ms (- 


268 


327 


204 


81 


146 




94 

124 

1C 

59 

J 

\ 

i J 

107 


1.1 J| 

[ 

1 II. j 

tiliiti .I-.I 


L_lL 


•j r 


It I'lbl 


181 


\ , jl' j’l'jj.l.li;;] 'jl.flf, , I; 1 ; [••'} }jt .ji' 


226 


23? 


253 


310 


284 


298 


369 


354 


. Tr . r TY“ r r- T nT T Trrr ^ n"r-ry- TT TTJTT^ ,,, ^ ,,,, pr riri|J I " T ' ri'i I'r; 1 1 ] F [ * 1 | * 1 1 11 t 1 11 1 ! 1 1 1 1 I f 

m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60 

40 

20 

0 


#1: HEROIN 


43 


268 


327 


215 


81 


59 

L 




94 


115 


146 


162 


^28 


174 


iE^UUk.gut rare 


310 


284 


298 


369 


341 


r ~ fy ‘ fc , “r , i ,, T - pry l, rT , ‘|~ , rT ' , r , ‘ r | , ''i''' r i “ r ' |"h rrt ‘ j rn i- prn r -r n r^ r-rj 

m /z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


T~rr M t-r-i 


624141.D Wed Jun 20 18:00:22 2012 


Page 2 


Folk OIG PRR 111862 




















PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Common wealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Td (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


8:00 * 
2:00 * 


11:00 

4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: Brockton Police Department 


Police Reference No.:l 


Name and Rank of Submitting Officer: donohue, PATRICK s 380 DOC # R014828 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State laboratory Institute 

Tel (617) 983-6622 
Fax (617) 983-6625 


Amherst Drug Laboratory 
Te! (413) $45-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8:00- llsOO 
2:00-4:00 


DRUG RECEIPT 


9:00 - 12:00 
1:00-3:00 


City or Department: Brockton Police Department 

Name and Rank of Submitting Officer: DONOHUE, PATRICK S 


Defendant(s) Name (last,first,initial): 



_Police Reference No*: 

380 DOC # R014827 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Grass Weight Lab Number 


1) PLASTIC BAG UNK BROWN POWDER (QTY: 1) 

ONK BROWN POWDER (S.162 31 ) j^ 

_ 




/d?6 K/WTTtfl -is 






■ - —-—f J fi . 1 .—-- 










Received By: 



Date: 




\ 

Folk OIG PRR 111864 








PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413)545-2608 


Boston Hours 


8:00 

2 : 00 . 


11:00 

4:00 


DRUG RECEIPT 


Amherst Hours 


9:00 

1:00 


12:00 

3:00 












MAY H 2012 

City: Brockton Police Dept. 

Officer: Detective PATRICK D ONOHUE 
Def: 

Amount: Subst: SUB 

No. Cont: 4 Cont: pb 


No. 


Date Analyzed 


Date Rec'd: 05/03/2012 
Gross Wt.: 10.88 


No. Analyzed: / 

Net Weight:^ 

# Tests: ^ ^ 


l 

Prelim: { £$C ! i /[/ 

&W (S' 


Findings: 




Folk OIG PRR 111866 




Date Analyzed: ] 4 20!? 


no. 

City: Brockton Police Dept. 
Officer: Detective PATRICK DO NOHUE 

Amount: 

No. Cont: 1 Cont: pb 


Date Rec'd: 05/03/2012 
Gross Wt.: 14.72 


Subst: SUB 


No. Analyzed: 

Net Weight: 70^ 
# Tests: H 


Prelim: ^ 

<dLoD y 


Findings: 



No. 


City: Brockton Police Dept. 
Officer: Detective PATRICK DONOHUE 
Def: m 
Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 05/03/2012 
Gross Wt,: G> s 7^. 


Date Analyzed: f^y j 4 £0)2 




Subst: SUB 


No. Analyzed: 

Net Weight: Q f 

# Tests: 7 ° 


Prelim: 


-Jhxfoi&h 


Findings: ^ 








PHYSICAL DESCRIPTION: j j « Gross Wt (^): 'QyQfTSjt 

W ,/£^ Gross Wt (/>): 

cmkbhrf *fof . 7 - 

oheLmkmM^ - 











Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHEM\1\SYSTEM7\05_11_12\828204.D 

Operator : DCS 

Date Acquired : 11 May 2012 12;24 

Sample Name : BLANK 

Submitted by : 

Vial Number 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Time«> 2,00 3.00 _4.00_ 5.00 _6.00 7.0D 5,00 9.00 1JX0G_. 11.00_1 2.00 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS* ** 


828204.D 


Page 1 


Folk_OIG_PRR 111869 


Fri May 11 12:36:11 2012 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


C:\MSDCHEM\1\SYSTEM7\05_11 12\828205.D 
DCS 

11 May 2012 12:40 

HEROIN STANDARD 


Vial Number 
AcquisitionMeth 
Integrator 


5 

DRUGS,M 
RTE 



Abundance 

600000 

400000 

20000Q 

qL_j— r —v—t ■ r -y— r ~ i i !-| —r 

Time-> 2.00 3.00 4,00 


6 .: 


TtC: 828205.D\data.ms 
±74 


t— f—r rrrp i'l — r- i } i ^ —r —r—]— \ — i — i — r—|—r—r T ,—,—j t v i —i—r 

51)0 6,007.00 8.0 0_9.00 10.00 11.00 12.00 _ 


Ret. Time 

Area 

Area % 

Ratio % 

6.274 

1057260 

100.00 

100.00 


Folk_OIG_PRR 111870 


828205.D 


Pri May 11 12:51:50 2012 


Page l 







Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name 
Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator t 


Data File: 

C:\MSDCHEM\1\SYSTEM7\05_11_12\828205.D 
DCS 

11 May 2012 12:40 

HEROIN STANDARD 

5 

DRUGS . M 
RTE 


Search 

Libraries: C:\Database\SLJ.L 

C:\Database\NIST05a.L 
C:\Database\PMVJ_T0X2 . h 

Minimum Quality 
Minimum Quality 

o o 

CO CO 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

6,27 C;\Datafoase\SLI,L 

HEROIN 

t/ 

000561-27-3 

99 



Abundance ' #1: HEROIN 



828205.D Fri May 11 12:51:51 2012 Page 2 


Folk_OIG_PRR_111871 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C\MSDCHEM\1 \SYSTEM7 \ 0 5_11__12\828210.D 
DCS 

11 May 2012 13:58 

BLANK 
DCS 
1 

DRUGS . M 
RTE 


Abundance TIC: 82821 0.D\data. ms 



Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


828210.D Fri May 11 14:10:14 2012 Page 1 


Folk_OIG_PRR_111872 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SYSTEM7\05_ll__12\828211.D 

Operator : DCS 

Date Acquired : 11 May 2012 14:14 

Sample Name : ^■ 

Submitted by : DCS 
Vial Number : 11 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Abundance TIC: 828211 ,D\data.ms 



Ret. Time 


Area Area % Ratio % 


2.965 

178157 

2.76 

3.05 

3.219 

119710 

1.85 

2.05 

5 * 755 

100470 

1.55 

1.72 

5,814 

221725 

3.43 

3.79 

6.285 

5843617 

90.41 

100,00 


828211.D Fri May II 14:25:56 2012 Page 1 


Folk OIG PRR 111873 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\05_11_12\828211.D 

Operator : DCS 

Date Acquired : r^ay^Ol^* 14 :14 

Sample Name : 

Submitted by : DCS 

Vial Number : 11 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 2.96 C: \Database\PMWJTOX2 ,.L 

Aminoethanoi 000141-43-5 3 
Valproic acid 000099-66-1 2 
Myristic acid ’ 000544-63-8 2 


Abundance Average of 2.890 to 3.023 min.: 828211 ,D\dafa,ms (-) 

7b 

80 

601 



Abundance #4189: Aminoethanoi P2 

I $ 


80 

60 

40 



828211.D Fri May 11 14:25:57 2012 Page 2 

Folk OIG PRR 111874 









Area Percent: / Library Search Report 


Information from Data File r 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_11_12\828211.D 
DCS 

11 May 2012 14:14 



Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a„L 

Minimum 

Quality: 80 


C: \Database\PMWJTOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


2 3.22 C:\Database\NIST05a.L 

IH-Purine-2,6-dione, 3,7-dihydro-1, 000058-08-2 96 
lH-Purine-2,6-dione, 3 , 7-dihydro-l, 000058-08-2 96 
1H-Purine-2,6-dione, 3 ,7-dihydro-1,*000058-08-2 96 



Abundance 

80 

60 

40 


20 


#63168: 1H-Purine-2,6-dsone, 3,7-dihydro-1,3,7-trimethyl- 


109 


1$4 


56 67 


42 


15 

X 


28 




TTttrpn 
10 20 


-r-p-r 

30 


■ n ^ 
40 60 


60 




82 


94 


rrj! 


122 


136 


160 


165 


' rT - TT T' ftTT T -rr 


-f - ^rt- r - r -r-r--r 

70 80 90 100 110 120 130 140 160 160 


179 


170 


TTTTJTTTT 

180 190 200 


828211,D Fri May 11 14:25:57 2012 


Page 3 


Folk OIG PRR 111875 









Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_ll_12\828211.D 

Operator ; DCS 

Date Acquired ; 11 May 2012 14:14 

Sample Name : 

Submitted by : DCS 

Vial Number : 11 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Da taba s e\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 5.76 C:\Database\NIST05a.L 

Morphinan-6-ol # 7,8-didehydro-4,5-e 006703-27-1 99 

Morphinan-6-ol, 7,8-didehydro-4,5-e 006703-27-1 99 

Acetylcodein 1000153-00-2 99 


Abundance Average of 5.713 to 5.782 min.: 82821I.DVdata.ms (-} 



mfc-> 40 60 80 100 120 140 160 180 200 220 240 2 60 280 300 320 340 

Abundance#148334: Morphinart-S-ol, 7 l 6^djdehydro-4 l 5*epoxy-3-nf)ethoxy-i7>methyi- 1 acetate {ester), (5,a!pba,,8.afpfra 

I ^ 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


828211.D Pri May 11 14:25:58 2012 Page 4 


Folk OIG PRR 111876 













Area Percent / Library Search Report 


Information from Data File: 

File Name : C ; \MSDCHEM\l\SYSTEM7\05__ll_12 \82 8211 , D 

Operator : DCS 

Date Acquired ; 14:14 

Sample Name : 

Submitted by : DCS 

Vial Number : 11 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMWJTOX2 . L 

PK# RT Library/ID CAS# Qua! 


4 5.81 C:\Database\NIST05a.L 

6-Monoacetylmorphine 002784-73-8 95 
6-Monoacetylmorphine 002784-73-8 93 
6-Monoacetylmorphine 002784-73-8' 92 



Abundance #140703:6-Monoacetyfmorphine 



828211.D Pri May 11 14:25:58 2012 Page 5 

Folk OIG PRR 111877 











Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\05_11_12\828211.D 

Operator : DCS 

Date Acquired : 11 May 2012 14:14 

Sample Name : 

Submitted by : DCS 
Vial Number : 11 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTOSa.L Minimum Quality: 80 

C:\Database\PMW T0X2,L 


PK# RT Library/ID CAS# Qual 



5 6.28 C:\Database\SLI.L / 

HEROIN {/ 000561 ’-27- 3 99 


Abundance Average of 6.227 to 6.523 min,: 828211.D\data,ms (-) 



m/z**> 40 60 80 100 120 140 160 180_ .200220 240 260 280 300 320 340 360 

Abundance #1: HEROIN 

If 


80 



828211.D Fri May 11 14:25:59 2012 Page 6 

Folk OIG PRR 111878 














Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

C:\MSDCHEM\1\SYSTEM7\05_11_12\828212.D 

DCS 

11 May 2012 14:30 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC: 828212,D\data.ms 



Ret* Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


828212,D Fri May 11 14:41:36 2012 Page 1 


Folk OIG PRR 111879 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SYSTEM7\05_ll_12\8282l3.D 

DCS 

11 May 2012 14:46 

BLANK 


DRUGS.M 
RTF 


Abundance 


TIC; 828213.D\data.ms 



Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


828213.D Fri May 11 14:57:16 2012 


Page 1 


Folk OIG PRR 111880 





Area Percent / Library Search Report 


Information from Data Pile: 



Ret. Time Area Area % Ratio % 


6.269 1320285 100.00 100.00 


828214 „ D 


Fri May 11 15:12:56 2012 


Page 1 


Folk OIG PRR 111881 




Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C: \MSDCHEM\l\SYSTEM7\05_ll__12\828214 

Operator : DCS 

Date Acquired : 11 May 2012 15:01 

Sample Name : HEROIN STANDARD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C: \Datafoase\PMW_TOX2 . L 


PK# RT Library/ID CAS# Qual 



1 6-27 C:\Database\SLI.L 

HEROIN t/ 000562-27-3 99 


Abundance Average of 6.227 to 6,436 min/. 828214,D\dafa.m$ (-) 



Abundance " '.". #i:HEROIN 



828214,D Fri May 11 15:12:56 2012 Page 2 

Folk OIG PRFM11882 








o 


DRUG POWDER ANALYSIS FORM 



PRELIMINARY TESTS 
Spot Tests 


Cobalt 
Thiocyanate ( ) < Yi 


Marquis T" Dili 

*3jj3jk 


£ 


Froehde' 


Mecke’s 



Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAj_ l _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE xlelrt' 


GC/MS CONFIRMATORY TEST QCEHIoS 
RESULTS hf.0Jl/(/ _. 



Folk OIG PRR 111883 









Area Percent / Library Search Repeat 


Information from Data File; 

File Name : C:\MSDCHEM\l\SYSTEM7\05_ll_12\828204.D 

Operator : DCS 

Date Acquired : II May 2012 12:24 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS* * * 


828204.D Fri May 11 12:36:11 2012 


Page 1 


Folk_OIG_PRR 111884 






Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name 
Submitted by ; 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\SYSTEM7\0 5_11_12\828205.D 
DCS 

11 May 2012 12:40 

HEROIN STANDARD 

5 

DRUGS . M 
RTE 


Abundance 


TIC: 828205.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.274 

1057260. 

100.00 

100.00 


828205.D Fri May II 12:51;50 2012 Page 1 


Folk_OIG_PRR_111885 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEH\1\SYSTEM7\05_11_12\828205.D 
DCS 

11 May 2012 12:40 

HEROIN STANDARD 


DRUGS.M 
RTE 


Search 

Libraries: C:\Dafcabase\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_T0X2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


7 " 


1 6-27 C:\Database\SLI* L 

HEROIN \y 000561-27-3 99 



Abundance #1: HEROIN 



828205,D Fri May 11 12:51:51 2012 


Page 2 


Folk_OIG_PRR_111886 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\l\SYSTEM7\05JLlJL2\828206.D 
DCS 

11 May 2012 12:56 

BLANK 
DCS 
1 

DRUGS . M 
RTE 



2.00 3J)0 4,00 6,00 6.00 L00 8,00_9,00 10.00^ 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS** * 


828206 ,D Fri May 11 13:07:30 2012 


Page 1 


Folk_OIG_PRR_111887 






Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
integrator 


C:\MSDCHEM\1\SYSTEM7\05_11_12\828207.D 

DCS 

11 May 2012 13:11 



1500000 

1000000 

500000 


Time~> 2.00 

1 r i 1 * 4 ' ! 1 1 1 ' 1 ' ' 1 4 1 ' 

3.00 _ 4.00 5.00 6.00 

r i""f n—i—r 

7.00 . 

i ; 'r—i—i T—j—i i—i —i | i i -r-T j"'T- r i i |—i i i v 

8.00 9.00 10.00 11.00 1.Z00 _ 

Ret. Time 

Area 

Area % 

Ratio % 

2 . 938 

332454 

8,77 

10.09 

3,219 

166065 

4.38 

5,04 

6 . 280 

3293570 

86 . 85 

100,00 


828207,D Fri May 11 13:23:14 2012 


Page 1 


Folk_OIG_PRR_111888 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_11_12\B28207.D 

DCS 

11 May 2012 13:11 



Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJFOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 2,94 C:\Database\NIST05a.L 

1-Inositol 1000007-49-1 80 

Scyllo-Inositol 000488-59-5 80 

Inositol 006917-35-7 72 



828207.D Fri May 11 13:23:15 2012 Page 2 

Folk_OIG_PRR_111889 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SySTEM7\05_ll_12\828207.D 

DCS 

Mav 2012 13:11 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


2 

3.22 

C:\Database\NIST05a.L 






lH-Purine-2,6-dione, 

3,7-dihydro-1, 

000058-08-2 

98 



1H~Purine-2,6-dione, 

3,7-dihydro-1, 

000058-08-2 

98 



1H- Purine-2,6-dione, 

3,7-dihydro ~1, 

000058-08-2 

96 



828207.D Fri May 11 13:23:15 2012 Page 3 


Folk_OIG_PRR_111890 




Area Percent / Library Search Report 


Information fron 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 

C:\MSDCHEM\1\SYSTEM7\05 11 
DCS 

DCS 

7 

DRUGS,M 

RTE 

_12\8282 07.D 


Search Libraries: C:\Database\SLI.L 

C;\Database\NIST05a.L 
C:\Database\PMW TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality; 80 

PK# RT 

Library/ID 

__^_... 

CAS# 

Qual 


6.28 C:\Database\SLI.L 
HEROIN 



000S61-27-3 99 


Abundance 

80 

60 

40 

20 

0^ 


43 


59 

hUJjL 


Average of 6,232 to 6,491 min.: 828207.D\data<m$ (-) 


268 


327 


204 


81 


146 


94 

LbI 


124 


m 




162 




174 




V: 


341354 


} 'i fi iVijY-ri 'i r 'p j |‘Y 1 r ' -r^ f rp - M'TV rr J - rT ' 'r| ‘ "r : i T i f V r T s q ' T-t-rirf ' r Vt m ) " lY t-i f'T i i rp'7 i i ''| i i i i j 

m/z~> 40 60 80 100 '120 140 160 180 200 220 240 260 280 300 320 340 360 


2 ? 6 238 253 

.4 , .A. A- 


310 


284 

,1 298 


369 


Abundance 

80 

60 

40 

20 

I 

oV 


f 


#1: HEROIN 


268 


327 


215 


81 


59 

JJji jlkiid 


94 


115 


146 


28 

Ik. iLM 


162 


181 


197 




310 


284 


298 


341 


... .. .....l^kjlf.rlF!.;... .. ... .. 

I i T L r ~i | 1 t"Y ~i \ | ‘ i T T- ry J ' i^ i j r 1 T - t - r - f'VY - v t f jV^r - c t-j- r ‘ i'V r j I ^r r ^ r Y r ir-| i Cr t j rr i i jVrn 1 ; in t r < irr pm f 

m/2-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


369 


828207.D 


Fri May 11 13:23:16 2012 


Page 4 


Folk_OIG_PRR_111891 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\05_11_12\828212 .D 
DCS 

11 May 2012 14:30 

BLANK 


DRUGS.M 
RTE 



Time-> ZOO 3,00 4,00 5.00_6,00 7,00 8,00 9,00 10.00 11.00 _ 1Z00 


Ret. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


828212.D Fri May 11 14:41:36 2012 


Page 1 


Folk OIG PRR 111892 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_11_12\828213.D 

DCS 

11 May 2012 14:46 

BLANK 

1 

DRUGS . M 
RTE 



Time~> 2.00 3.00 4.00 5.00 6M 7,00 8.00 9.00 10.00 11,00 12.00 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


828213.D Fri May 11 14:57:16 2012 


Page 1 


Folk OIG PRR 111893 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\SYSTEM?\05__11__12 \ 82 8214 ,D 
DCS 

11 May 2012 15:01 

HEROIN STANDARD 


DRUGS.M 
RTE 


Abundance 


TIC: 828214.D\dala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.269 

1320285 

100.00 

100.00 


828214.D 


Fri May 11 15:12:56 2012 


Page 1 


Folk OIG PRR 111894 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C: \MSDCHEM\l\SYSTEM7\ 05_11__12\8 2 8214 . D 

Operator : DCS 

Date Acquired ; 11 May 2012 15:01 

Sample Name : HEROIN STANDARD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a * L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT Library/ID CAS# Qual 



6.27 C;\Database\SLI.L 

HEROIN [y / 000561-27-3 99 


Abundance Average of 6.227 to 6.438 min.: 828214.D\data.ms (I) 



m/z :: >.40 60 80_ 100 120 140 160 180 200 2 20 _24G _260_ 2_80 300 320 340 360 



828214,D Fri May 11 15:12:56 2012 Page 2 


! 


Folk OIG PRR 111895 













Marquis ~f 
Froehde's 

Mecke's ^0016^ 



tlta i_J _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS hg/fy)/\/ 

DATE S[^[f7 


GC/MS CONFIRMATORY TEST 
RESULTS hfJUliA/ . 


MS 

OPERATOR_ 
DATE 



slm-ll# 


Revised 7/2005 

Folk OIG PRR 111896 















Area Percent / Library Search Report 


Information from Data File: 

Pile Name : C:\MSDCHEM\l\SYSTEM7\05_ll_12\828204.D 

Operator : DCS 

Date Acquired : 11 May 2012 12:24 

Sample Name : BLANK 

Submitted by : 

Vial Number : I 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 



Ret * Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


828204, D Pri May 11 12:36:11 2012 


Page 1 


Folk_OIG_PRR 111897 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\M3DCHEM\l\SYSTEM7\0 5__ll__12\8 2 82 05.D 

Operator : DCS 

Date Acquired : 11 May 2012 12:40 

Sample Name : HEROIN STANDARD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Time-> 2.00 3,00 4.00 5.00 6.00 7.00 8.00 . _?.00 10,00 1.1,00 12,00 


Ret. Time 

Area 

Area % 

Ratio % 



6.274 

1057260 

100.00 

100.00 




B28205.D Frx May 11 12:51:50 2012 


Page 1 


Folk_OIG_PRR 111898 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_ll_12\828205,D 

Operator : DCS 

Date Acquired : 11 May 2012 12;40 

Sample Name : HEROIN STANDARD 

Submitted by ; 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L ■ Minimum Quality: 80 

C;\Da tabase\PMW_T0X 2 ,L 


PK# RT Library/ ID CAS# Qual 



1 6.27 C:\Database\SLI.L j^/ 


HEROIN 000561-27-3 99 




m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


8282 05.D Fri May 11 12:51:51 2012 Page 2 

Folk_OIG_PRR_111899 





Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Abundance 

2000 


Data File: 

C:\MSDCHEM\1\SYSTEM7\05_11_12\82820B.D- 

DCS 

11 May 2012 13:27 

BLANK 
DCS 
1 

DRUGS.M 
RTE 





0 - 




K 


Time-> 2.00 


3.00 


4.00 


5.00 


6.00 


7.00 


8.00 


9.00 


T" 




10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* ** 


828208,D Fri May 11 13:38:53 2012 Page 1 


Folk_OIG_PRR_111900 




Ai"ea Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\ 1 \SYSTEM7\05__11__12\828209 . D 
DCS 

11 May 2012 13:43 



DRUGS,M 
RTE 



Abundance 


TIC: 828209,DVdafa.ms 


2500000 



6.; 

’79 


2000000- 






1500000 






1 000000 i 






500000 



5,808 





2.964 

4 5 1 

L T , 


Time~> _ 2,00 

-r--ry*T 

3.00 

-T-r-j i-t i i f i r 

4.00 51)0 61)0 

n —5 i—(—i—i—f 

7,00 

—|— i — r —r *r—f—i—i—?—r~]— i —j— i— 7 j— j—j— r~i—p~i— 1 —r“r— 

8,00 _ 9,00 10.00 11.00_ 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

2.954 



359502 

7.15 

8,95 

5,755 



122430 

2.43 

3.05 

5,808 



530482 

10.55 

13.20 

6,280 



4017956 

79.87 

100*00 


828209,D Fri May 11 13:54:35 2012 Page 1 


Folk_OIG_PRR_111901 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\Q5__ll_12\828209.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


11 May 2012 13:43 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


1 2.95 C:\Database\NIST05a.L 


Scyllo-Inositol 

000488-59-5 

86 

Inositol 

000087-89-8 

80 

Inositol 

006917-35-7 

78 


Abundance 

80 

60 


Average of 2.705 to 2.996 min,: 828209.D\data.ms {-) 
7b 


40 

20 


43 


60 


m/z-> 


' T " r 

40 


itua 


50 60 


67. 


102 


79 


89 


70 


' T r 
80 


90 


95 


n 

100 


ry- 


115121 133 144 


T~n -r[ r r 




163 176 . 


110 120 130 140 


-p 


np 


~p 


194 


"T j I I I 

150 160 170 .180 190 


Abundance 

SO 

60 

40 

20 


m/z-> 


43 


7b 


60 


53 


Ll ii 


81 


40 50 -60 70 


" r T T 

80 


89 

-4v 


#43358: Scylio-inosito! 


102 


* , I ■ ! 

rTTp 


-n 


109115 125 


144 


90 100 


nn 

110 


T 
120 130 


T T- pV t 

140 


162 


r-r-p 

150 160 


"TtcT 


161 


180 190 


828209.D 


Fri May 11 13:54:35 2012 


Page 2 


Folk_OIG_PRR_111902 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SYSTEM7\05_ll_12\828209.D 

Operator : DCS 

Date Acquired : 11 May 2012 13:43 

Sample Name : HHlHH 

Submitted by : DCS 

Vial Number : 9 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Dafcabase\NIST05a.L 
C:\Da t aba s e\ PMW_T0X 2, L 

PK# RT Library/ID CAS# Qual 


2 5.76 C:\Database\NIST05a.L 

Morphinan-6 ~ol, 7,8-didehydro-4,5-e 006703-27-1 
Morphinan-6-ol, 7,S-didehydro-4,5-e 006703-27-1 
Acetylcodein 1000153-00-2 


99 

99 

94 


Minimum Quality: 80 
Minimum Quality: 80 


Abundance Average of 5,713 to 5,782 min.: 828209.D\data.ms (-) 




828209.D Fri May 11 13:54:36 2012 


Page 3 


Folk_OIG_PRR_l 11903 






Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SYSTEM7\05__ll__12\828209.D 

Operator : DCS 

Date Acquired : 13:43 

Sample Name : 

Submitted by : DCS 

Vial Number : 9 

AcquisitionMeth : DRUGS.M 

Integrator ; RTE 


Search Libraries: C:\Database\SLI ,h Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Da t aba se\PMW_TOX2 ,h 


PK# 

RT 

Library/ID 

CAS# 

Qual 

3 

5.81 

C:\Database\NIST05a,L 





6 -Monoacetylmorphine 

002784-73-8 

96 



6-Monoacetylmorphine 

002784-73-8 

94 



‘6-Monoacetyimorphine 

002784-7*3-8 

93 


Abundance Average of 5.782 to 5.983 min.: 828209.D\daia.m$ (-) 



40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


828209.D Fri May 11 13:54:36 2012 Page 4 

Folk OIG PRR 111904 








Area Percent / Library Search Report 


Information from Data File: 



File Name 

C:\MSDCHEM\1\SYSTEM7\05 11 

12\828209.D 

Operator 

DCS 



Date Acquired 
Sample Name 

13:43 



Submitted by 

DCS 



Vial Number 

9 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 


Minimum Quality: 80 


C:\Database\NIST05a,L 

C-. \Database\PMW_TOX2. L 


Minimum Quality: 80 

PK# RT 

Library/ID 

x . 

CAS# Qual 


4 6.28 C:\Database\SLI.L 

HEROIN l/ 000561-27-3 99 


I 


Abundance 

SO 

60 

40 

20 


43 


Average of 6.221 to 6.491 min.: 828209.D\data.ms (-) 


268 


327 


204 


81 


146 


59 


.■4 J. li J 


94 


124 


1,07 

.d};!, r Vn 


162 


.181 


lljiL ,,;fN 


J| ,1 2 ? 6 238 253 1 

a ML jiwL ,a. M 


310 


284 


297 


369 

i 


340352 


j-n ~i ^rn'r^rqrrri ' ^fY , ti , rmpm prrr p n , 

m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

80 

40 

20 


#1: HEROIN 


268 


327 


215 


81 


59 

A 


■ f'T r f t ^f‘V4VPfVt t Tt ‘|"T1 ^7T :< } ~' ' i 1 7'y ' V^ i; ^T' i r i j s '>"i"T ‘' i ri, : r'VVr , y ^f ^i^ i Y i , r' , j M , 'r i | ,, ‘ f i |Y < T t* j i f r r-j i T t-t- j 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


94 


115 146 

I 126 I 
. Ae Li Ikdll JLi 


162 

181 

i Is i 197 

■Mtk.A 


iii 


2|28 253 

A 


310 


Li 


284 


298 


369 


341 


828209.D Fri May 11 13:54:37 2012 


Page 5 


Folk OIG PRR_111905 










Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_ll__12\828212.D 

Operator : DCS 

Date Acquired : 11 May 2012 14:30 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Tlme~> 2.00 3.00 4.00 _5,00 6.00 _AOO_8J30 9. 00 . 10.00 11 .00_ 12.0 0 



***NO INTEGRATED PEAKS*** 


828212.D Fri May 11 14:41:36 2012 Page 1 


Folk OIG PRR 111906 





Area Percent / Library Search Report 



Time~> 2.00 3.00 4.00 5,00 6.00 7.00. jlGO9.00 10.00 11,00 12.00 


Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


828213.D Fri Kay 11 14:57:16 2012 


Page 1 


Folk OIG PRR 111907 






Area Percent / Library Search Report 


Information -from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_11_12\828214.D 

DCS 

11 May 2012 15: 01 

HEROIN STANDARD 


DRUGS.M 
RTE 


Abundance 


TfC: 828214.D\data,m$ ^ 



Ret. Time 

Area 

Area % 

Ratio % 

6.269 

1320285 

100 * 00 

100.00 


828214.D Fri May 11 15:12:56 2012 Page 1 


Folk OIG PRR 111908 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\SYSTEM7\05 11 

12\828214.D 

Operator 

DCS 


Date Acquired 

11 May 2012 15:01 


Sample Name 
Submitted by 

HEROIN STANDARD 


Vial Number 

5 


Acquisiti onM eth 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C: \Database\PMWJTOX2 . h 

Minimum Quality; 80 

PK# RT 

Library/ID 

CAS# Qual 


_^ 



6.27 C:\Database\SLI.L 


HEROIN 


000561-27-3 99 


Abundance Average of 6.227 to 6.438 min.: 828214. D\data. ms (-) 



Abundance #lT HEROIN 



828214.D 


Fri May 11 15:12:56 2012 


Page 2 


Folk OIG PRR_111909 







